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long in service in its Freemason street building; and wel- 
comes it as a renewed bond between the College of William 
and Mary and that church which furnished to our roll of 
alumni Littleton Waller Tazewell, Kobert B. Taylor and 
others hardly less distinguished. 
The clock had not run for many years. Mr. J. Ivlavans, of this 

city, was employed to examine it, and if found capable of repair, 

to remove it to the cupola of the college. It was found to need 

nothing but a general overhauling and cleaning. The works were 

all of metal, and not a cog was even worn. 

It was thoroughly re-conditioned, taken to Williamsburg and 

installed in the college belfry, where it is performing good service. 
When the clock was taken down preparatory to its removal, the 

following inscription was found upon a plate attached to the main 

frame : 

ISAIAH LUKENS 

Fecit. No. 14 

Philadelphia, Nov. 12, 

1820. 

Isaiah Lukens came from a Dutch family, which settled in 
Germantown, Pennsylvania, as early as 1685. In 1820 he con- 
structed in the tower of Independence Hall, Philadelphia, the 
clock which replaced the original one made by Peter Stretch in 
1759. In 1878, it was decided to substitute a larger one, and his 
clock was taken down and removed to the town hall at Germantown, 
where, so far as the writer is informed, it still remains, having 
thus by a happy coincidence, found its way to the ancestral home 
of its constructor. 



